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Message Text 


FOLLOWING REPEAT MANAMA 0489 ACTION SECSTATE FEB 27. 


QUOTE: UNCLAS MANAMA 0489 

E.O. 11652: N/A 
TAGS: EWWT EAIR BA 

SUBJECT: PLACEMENT OF AN OMEGA NAVIGATION SYSTEM 
MONITOR IN BAHRAIN 


REF: STATE 19604 


EMBOFF HAS DISCUSSED REFTEL PROPOSAL WITH MANAGING DIRECTOR 
OF MIDDLE EAST NAVIGATION AIDS SERVICE AND WITH GOB 
ASSISTANT UNDERSECRETARY FOR CUSTOMS AND PORT AFFAIRS, 

SHAIKH DAIJ BIN KHALIFA AL-KHALIFA. BOTH WELCOMED THE PROPOSAL 
AND COULD SEE NO RPT NO PROBLEM IN APPROVAL BUT LATTER INSISTED 
THAT PROPOSAL SHOULD PROCEED THROUGH FORMAL MFA CHANNELS. 
SHAIKH DAIJ SAID THAT PROPOSAL WILL UNDOUBTEDLY BE PASSED TO 
HIM FOR GOVERNMENT ACTION AND HE WILL DRAFT IMMEDIATE 
APPROVAL. EMBASSY WILL INFORM DEPT AS SOON AS SOON MHFD 
FORMAL APPROVAL RECEIVED BUT WE ARE ADVISING OF REASONABLY 
SURE APPROVAL AT THIS STAGE AS MFA PROCESSING IS OFTEN SLOW. 
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